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chromaiography in the analysis of amitriptyline, nortriptyline 
and hydroxylated metabolites in human plasma or serum 
578(1992)273 


4-Hydroxy-2-nonenal 

Trace quantitation of 4-hydroxy-2-nonenal in biological 
samples as its oxime—bis-fer?.-butyldimethylsilyl derivative 
using 3-hydroxynonanal as an internal standard 578(1992)9 


10-Hydroxynortriptyline 

Column switching and high-performance liquid 
chromatography in the analysis of amitriptyline, nortriptyline 
and hydroxylated metabolites in human plasma or serum 
578(1992)273 


Ibuprofen 

High-performance liquid chromatographic determination of 
naproxen, ibuprofen and diclofenac in plasma and synovial 
fluid in man 578(1992)251 


2-Isopropoxyphenol 
Determination of 2-isopropoxyphenol in urine by capillary gas 
chromatography and mass-selective detection 578(1992)189 


L-668,750 

Determination of enantiomeric concentrations of a 2,5- 
diaryltetrahydrofuran (L-668,750), a platelet-activating factor 
receptor antagonist, in rat plasma using a chiral «,-acid 
glycoprotein high-performance liquid chromatographic 
column 578(1992)327 
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Luxabendazole 
Determination of luxabendazole in biological fluids by high- 
performance liquid chromatography 578(1992)321 


Mercaptalbumin 
Rapid analysis of human serum albumin by high-performance 
liquid chromatography 578(1992)292 


Metanephrine 

Determination of urinary normetanephrine, metanephrine and 
3-methoxytyramine by high-performance liquid 
chromatography with electrochemical detection: comparison 
between automated column-switching and manual dual- 
column sample purification methods 578(1992)165 


3-Methoxytyramine 

Determination of urinary normetanephrine, metanephrine and 
3-methoxytyramine by high-performance liquid 
chromatography with electrochemical detection: comparison 
between automated column-switching and manual dual 


column sample purification methods 578(1992)165 


1-Methyl-4-phenyl-1 ,2,3,6-tetrahydropyridine 

Endogenous synthesis of N-methylsalsolinol, an analogue of 
|-methyl-4-phenyl-|,2,3,6-tetrahydropyridine, in rat brain 

g i o microdialysis with salsolinol, as demonstrated by 


1romatography—mass spectrometry 578(1992)109 


N-Methylsalsolinol 

Endogenous synthesis of N-methylsalsolinol, an analogue of 
thyl-4-phenyl-1,2,3,6-tetrahydropyridine, in rat brain 

microdialysis with salsolinol, as demonstrated by 


atography—mass spectrometry 578(1992)109 


Mivacurium 
Stereoselective high-performance liquid chromatographic assay 
fluorometric detection for the isomers of mivacurium in 


in plasma 4578(1992)302 


Morphine 

High-performance liquid chromatographic determination of 
rphine, morphine-3-glucuronide, morphine-6-glucuronide 

ind codeine in biological samples using multi-wavelength 


forward optical detection: a reply 578(1992)333 


High-performance liquid chromatographic determination of 
morphine, morphine-3-glucuronide, morphine-6-glucuronide 
ind codeine in biological samples using multi-wavelength 
forward optical detection. Reply to Zweipfenning 


578( 1992)335 


Morphine glucuronides 

High-performance liquid chromatographic determination of 
morphine, morphine-3-glucuronide, morphine-6-glucuronide 
ind codeine in biological samples using multi-wavelength 
forward optical detection: a reply 578(1992)333 


High-performance liquid chromatographic determination of 
morphine, morphine-3-glucuronide, morphine-6-glucuronide 
and codeine in biological samples using multi-wavelength 
forward optical detection. Reply to Zweipfenning 


578(1992)335 
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2-Naphthylamine 

Determination of 2-naphthylamine in urine by a novel 
reversed-phase high-performance liquid chromatography 
method 578(1992)85 


Naproxen 

Determination of naproxen and its metabolite O- 
desmethylnaproxen with their acyl glucuronides in human 
plasma and urine by means of direct gradient high- 
performance liquid chromatography 578(1992)239 


High-performance liquid chromatographic determination of 
naproxen, ibuprofen and diclofenac in plasma and synovial 
fluid in man 578(1992)251 


Nimodipine 
High-performance liquid chromatographic determination of 


the calcium channel blocker nimodipine in monkey plasma 
578(1992)316 


Nonmercaptalbumin 
Rapid analysis of human serum albumin by high-performance 
liquid chromatography 578(1992)292 


Normetanephrine 

Determination of urinary normetanephrine, metanephrine and 
3-methoxytyramine by high-performance liquid 
chromatography with electrochemical detection: comparison 
between automated column-switching and manual dual- 
column sample purification methods 578(1992)165 


Nortriptyline 
Column switching and high-performance liquid 


chromatography in the analysis of amitriptyline, nortriptyline 


and hydroxylated metabolites in human plasma or serum 
578(1992)273 


Nucleosides 

Simultaneous determination of myocardial nucleotides, 
nucleosides, purine bases and creatine phosphate by ion-pair 
high-performance liquid chromatography 578(1992)39 


Nucleotides 

Simultaneous determination of myocardial nucleotides, 
nucleosides, purine bases and creatine phosphate by ion-pair 
high-performance liquid chromatography 578(1992)39 


Peptides 

Determination of a cyclic heptapeptide, a novel fibrinogen 
receptor antagonist, in human plasma by high-performance 
liquid chromatography with automated pre-column 
derivatization, column switching and fluorescence detection 
578(1992)31 


Phenolphthalein 

Simultaneous determination of phenolphthalein and 
phenolphthalein glucuronide from dog serum, urine and bile 
by high-performance liquid chromatography 578(1992)231 


Phenolphthalein glucuronide 

Simultaneous determination of phenolphthalein and 
phenolphthalein glucuronide from dog serum, urine and bile 
by high-performance liquid chromatography 578(1992)231 


COMPOUND INDEX 


B-Phenylethylamine 

Determination of urinary B-phenylethylamine as its N- 
benzenesulphonamide derivative by gas chromatography with 
flame photometric detection 578(1992)120 


Polyethylene glycol-400 

New extraction procedure and high-performance liquid 
chromatographic method for analyzing polyethylene glycol-400 
in urine 578(1992)297 


Polyunsaturated fatty acids 
Quantitation of phenacy! esters of retinal fatty acids by high- 
performance liquid chromatography 578(1992)124 


Praziquantel 

High-performance liquid chromatographic determination of 
the stereoselective biotransformation of the chiral drug 
praziquantel 578(1992)265 


Proteins 
Rapid method to isolate serum amyloid P component from 


human plasma. Characterization of the isolated protein 
578(1992)130 


Purine bases 

Simultaneous determination of myocardial nucleotides, 
nucleosides, purine bases and creatine phosphate by ion-pair 
high-performance liquid chromatography 578(1992)39 


Pyridoxal 
Determination of vitamin B, vitamers and pyridoxic acid in 
biological samples 578(1992)45 


Pyridoxal phosphate 
Determination of vitamin B, vitamers and pyridoxic acid in 
biological samples 578(1992)45 


Pyridoxamine 
Determination of vitamin B, vitamers and pyridoxic acid in 


biological samples 578(1992)45 


Pyridoxamine phosphate 


Determination of vitamin B, vitamers and pyridoxic acid in 
biological samples 578(1992)45 


4-Pyridoxic acid 
Determination of vitamin B, vitamers and pyridoxic acid in 
biological samples 578(1992)45 


Pyridoxine 
Determination of vitamin B, vitamers and pyridoxic acid in 
biological samples 578(1992)45 


Pyrimido-s-triazine 

Gas chromatographic—mass spectrometric method for analysis 
of a pyrimido-s-triazine and some of its metabolites in dog 
urine 578(1992)134 


Quinapril 

Trace analysis of quinapril and its active metabolite, 
quinaprilat, in human plasma and urine by gas 
chromatography—negative-ion chemical ionization mass 
spectrometry 578(1992)195 
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Determination of dioxopiperazine metabolites of quinapril in 
biological fluids by gas chromatography—mass spectrometry 
578(1992)203 


Quinaprilat 

Trace analysis of quinapril and its active metabolite, 
quinaprilat, in human plasma and urine by gas 
chromatography—negative-ion chemical ionization mass 
spectrometry 578(1992)195 


Salsolinol 

Endogenous synthesis of N-methylsalsolinol, an analogue of 
1-methyl-4-phenyl- tetrahydropyridine, in rat brain 
during in vivo microdialysis with salsolinol, as demonstrated by 
gas chromatography—mass spectrometry 578(1992)109 


Seldane 

Measurement of azacyclonol in urine and serum of humans 
following terfenadine (Seldane) administration using gas 
chromatography-—mass spectrometry 578(1992)207 


Serotonin 

Determination of the catecholamines and serotonin, their 
precursors tyrosine and tryptophan, and their main 
metabolites in rat brain using reversed-phase high-performance 
liquid chromatography with fluorimetric and oxidative 
amperometric detection in series 578(1992)17 


Serum amyloid P component 

Rapid method to isolate serum amyloid P component from 
human plasma. Characterization of the isolated protein 
578(1992)130 


Sulphobromophthalein 
High-performance liquid chromatographic determination of 
sulphobromophthalein and its conjugates 578(1992)63 


Terfenadine 

Measurement of azacyclonol in urine and serum of humans 
following terfenadine (Seldane) administration using gas 
chromatography—mass spectrometry 578(1992)207 


Tryptophan 

Determination of the catecholamines and serotonin, their 
precursors tyrosine and tryptophan, and their main 
metabolites in rat brain using reversed-phase high-performance 
liquid chromatography with fluorimetric and oxidative 
amperometric detection in series 578(1992)17 


Tyrosine 

Determination of the catecholamines and serotonin, their 
precursors tyrosine and tryptophan, and their main 
metabolites in rat brain using reversed-phase high-performance 
liquid chromatography with fluorimetric and oxidative 
amperometric detection in series 578(1992)17 


Umbelliferone 

Automated high-performance liquid chromatographic assay 
for the determination of 7-ethoxycoumarin and umbelliferone 
578(1992)141 
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Vinblastine Vitamin B, vitamers 
Determination of vinca alkaloids in mouse tissues by high- Determination of vitamin B, vitamers and pyridoxic acid in 
performance liquid chromatography 578(1992)223 biological samples 578(1992)45 


Vinca alkaloids 
Determination of vinca alkaloids in mouse tissues by high- 
performance liquid chromatography 578(1992)223 


